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Message Text 

UNCLASSIFIED 

PAGE 01 CASABL 01056 112038Z 
ACTION SY-05 

INFO OCT-01 NEA-10 ISO-OO FBOE-OO A-01 OC-06 CCO-OO 
/023 W 

092399 121216Z/41 

R 111330Z JUL78 
FM AMCONSUL CASABLANCA 
TO SECSTATE WASHDC 5621 
INFO AMEMBASSY TRIPOLI 
AMEMBASSY TUNIS 

UNCLAS CASABLANCA 1056 

DEPT FOR A/SY/OPS/T; TRIPOLI FOR PSO; TUNIS FOR RSO 

E.O. 11652: N/A 
TAGS: ASEC 

SUB J : VAULT DOOR INSTALLATION (TRIPOLI) 

1 . DURING RECENT RTC VISIT TO TRIPOLI ATTEMPT WAS MADE TO 
INSTALL MOSLER CLASS V VAULT DOOR IN C&R AREA. INSTALLATION 
COULD NOT BE COMPLETED BECAUSE INTERNAL DOOR HANDLE OF VAULT 
DOOR WAS SHEARED OFF DURING TRANSPORTATION OF DDOR TO INSTAL- 
LATION LOCATION. 

2. RTC DOES NOT HAVE REPLACEMENT DOOR HANDLE IN STOCK. 

3. BROKEN PARTS ARE BEING POUCHED TO WASHINGTON. REQUEST 
WASHINGTON POUCH EXACT PARTS DIRECTLY TO TRIPOLI FOR 
INSTALLATION BY C&R PERSONNEL AND PSO. 

4. ALTHOUGH DOOR IS IN PLACE. IT CANNOT BE UTILIZED UNTIL NEW 
DOOR HANDLE HAS BEEN INSTALLED. 

KUNIHOLM 

UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 1 1 jul 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978CASABL01056 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780285-0396 

Format: TEL 

From: CASABLANCA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780776/aaaaclug.tel 

Line Count: 45 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 3007cf77-c288-dd11-92da-001cc4696bcc 
Office: ACTION SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 1 5 apr 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2056992 
Secure: OPEN 
Status: NATIVE 

Subject: VAULT DOOR INSTALLATION (TRIPOLI) 

TAGS: ASEC 
To: STATE 
Type: TE 
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